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STERLING, ILL- 


Trade Mark 


White Openings Instead 
of Yellow 


Instead of Yellow hard to read Open- 
ings and vials bound with twisted wires 
which loosen and slip, PEERLESS 
Levels are made with Large White easy 
to read Openings and without any 
wires or adjustments to get out of 
order. 


All Level Vials are set in Patented 
Metal Sockets used exclusively in 
PEERLESS LEVELS. 


Absolute accuracy, thorough protection, 
and extreme serviceability are built 
into PEERLESS Levels for Masons, 
Carpenters and all Mechanics. They 
are the most popular levels made. 


Send for Latest Catalog and Dealers 
Price List. 


The Peerless Level & Tool Co. 
Sterling, Illinois 


WIEBUSCH & HILGER, Ltd. 
EXCLUSIVE SALES REPRESENTATIVES 
106 to 110 Lafayette Street 
NEW YORK CITY 


| 


